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Question 1 

Provide typical gas composition for L132 
Answer 1 

The average for the day 08/29/2010 is in the attached. This is a typical composition 
though it does vary. 



SAN BRUNO GT LINE INCIDENT_DR_NTSB_005-001 



Time Btu • Gravity C02 N2 
8/29/2010 1016 0.58 0.84 



Methane Ethane Propane i Butane n Butane i Pentane n Pentane C6+ 
0.99 95.8 2.1 0.16 0.022 0.024 0.0063 0.0041 0.0082 



